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OöA 5206-64 


MEMORANDUM FÖK: Chief , Programs -t af i, 06A 
öOBJECT : FY-66 Budget 
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1. i t em 0 of 


i^uio ments indi ca tes a budget éstimate of 


OXC A RT Air borae Electr onics 


of 


is nlanned for modlfication of produetion 

A IM t I Ii .... 'I _ 


is planaed 


which , 

items purebased dur ing FY -65, and| , 

for Field Support, ThiB latter i tem inciudes the Tech 
iieps , the Time and Materials contracts» and Company Home 
Office support to th© field persormel. 


2. The current budget estimate is now revised since 
we have undertaken limited produetion on certain items, 
and have learned mor© about prototyp© systems on o t hor 
items. On this basis we are better able to preaict the 
funding we feel is necessary to orone rly support these 

electronic systems, The new total is broken 

clown as shown by the attachments. 

3. Attachment A defines the budget ©stima tes to 
support thos© systems which are now pass ing through the 
prototype stage and for which authorisaation has be en 
given to fabricate equipment on a limited produetion 
basis. 


4. Attachment B defines the budget estimatee to 
support sysfems which are either still in the study phase 
or have not advanced beyond th© prototype stage, of tfaese, 
we hav© little direet knowledg© of the problems to be en- 
countered during flight testing. Bince we ar© still 
planning to commit FY-65 funds for procurement of produe- 
tion items, t his portion of the FY -66 budget is support 
only. The amounts indicated are based on experlence 
gained in solving problems on slmiliar equipment £jr. .&% her ^ 

programs. ' / 
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Beputy f oF-Ffbld“ACtiViTT5srJ 4 5 OSA' : ^ s 
(20 November 1064) 
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